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Your file 582-925 

Dear Terri: 

Enclosed is a microfilm copy of notebook 7121 as prepared by Central 

Files. 

Also enclosed are some definitions that might be of benefit with 
respect to PM 848, page 3, line 23. 

N One other aspect of PM 848, not yet considered, is the fact that 

nicotine reductions of up to 50 percent were noted in examples 4 and 8 (compare 
BSW). Also, Claim 8 should be amended to read "up to about 3000 ml/min." See 
\page 3, lines 33-35. The rate 150-400 ml/min is clearly for inocula build-up 
and the higher rate for denitration. This claim was changed at FTR before 
'•being executed., Additional support may be found in Claim 9 as filed. 


Very truly yours, 



Susan A. Hutcheson 


SAH/bj 

Enclosures. 
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